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Statues  of 
Abraham  Lincoln 


Unknown  sculptor 

Moberly,  Missouri 


Excerpts  from  newspapers  and  other 

sources 
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THE  LINCOLN  NATIONAL  LIFE 

FOUNDAT ION 

FORT  WAYNE,  INDIANA 

March  8,   1934 
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Miller  Photographic  Studio 
Moberly,  Mo. 

Grentleren: 

I  am  advised  that  there  is  a  statue 
of  Abraham  Lincoln  in  Moberly,  Missouri. 

If  you  happen  to  have  a  negative  of 
this  statue  we  are  wondering  what  you  would 
charge  u?  for  a  print  from  it. 

Very  sincerely  yours, 


LAW:EB 


Lincoln  Historical 


<jJc^aajuO         Director 
jrical  Research  Foundatioi 
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March  13  #  1934 


Mr.  Qharlea  A#  Miller 
Killer  Photographic  Studio 
Moocrly,  Mo* 

^  dear  Mr,  Mllleri 

Enclosed  you  eill  please  find  a 
check:  for  $2.50  for  wnicri  yon  may  send  us  a 
gloea  print  of  the  Abraham  Lincoln  statue  In 
Moberly,  Missouri. 

Very  sincerely  yours, 


Director 
LhJ:HB  Lincoln  Historical  Research  Foundation 

Eric.  1 
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LINCOLN  \57  NATIONAL 
LIFE     FOUNDATION 


LOUIS    A.   WARREN 

DIRECTOR 


FORT   WAYNE,    INDIANA 


RESEARCH  BUREAU 

INTERPRETS  THE  LIFE  OF  LINCOLN 
AS  REVEALED  IN  AUTHORIZED  PUBLIC  REC- 
ORDS   AND    ORIGINAL    MANUSCRIPTS. 


October  IS,   1937 


LIBRARY   BUREAU 

GATHERS      AND     CATALOGUES      ALL 
CLASSES     OF     LINCOLN     LITERATURE      FOR 

ITS      REFERENCE      LIBRARY. 


PUBLICATION   BUREAU 

ISSUES    A    WEEKLY    BULLETIN     Lin- 
coln   Lore  and   prepares   historical 

DATA       FOR       RELEASE       IN       BOOKS.       PAM- 
PHLETS.   MAGAZINES.    AND    NEWSPAPERS. 


INFORMATION    BUREAU 

COMPILES,  INDEXES.  AND  MAKES  A- 
VA1LABLE.  INFORMATION  BEARING  ON  THE 
SUBJECT    OF    L1NCOLNIANA 


EXHIBIT  BUREAU 

COLLECTS  AND  DISPLAYS  IN  ITS  MU- 
SEUM; MANUSCRIPTS.  PORTRAITS,  CURIOS. 
AND  SOUVENIRS.  ASSOCIATED  WITH  LIN- 
COLN. 


Mr.  Charles  A.  Miller 
Miller  Photographic  Studio 
^oberly,  Mo. 

Dear  Mr.  Miller: 

In  March,  1934,  you  made  a  glossy 
print  of  the  Abraham  Lincoln  statue  in  Moberly 
for  us. 

The  inscription  on  the  base  gives 
the  date  of  erection  and  by  whom  erected  but 
it  does  not  give  the  name  of  the  sculptor. 
We  would  be  very  pleased  if  you  would  supply 
us  with  this  information. 

Yours  very  truly, 


LINCOLN  NATIONAL  LIFE  FOUNDATION 


SPEAKERS   BUREAU 

PROVIDES  SPEAKERS  FOR  MEETINGS 
OF  CIVIC  CLUBS.  SCHOOL  GROUPS.  CHURCH 
ORGANIZATIONS.    ETC. 


EDUCATIONAL   BUREAU 

PROMOTES  ESSAY  CONTESTS.  AR- 
RANGES PROGRAMS.  AND  STIMULATES  AN 
INTEREST     IN     THE      STUDY     OF      LINCOLN'S 


MEMORIAL  BUREAU 

MARKS  SITES  OF  HISTORICAL  SIC 
NIFICANCE.  AND  EMPHASIZES  ANNIVEF 
SARY  OCCASIONS  ASSOCIATED  WITH  LIK 
COLN. 
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'The  Center  of  Lincoln  Information  in  America" 


October  27,  1937 


K.  A.  ""hit" ere,   Inc. 
It alt an  Statuary 
66-67     69th  St. 
■ildle  Tillage  w 
Borough  Queen,  *W  York 

Dear  Mr.   »httacre« 

r^  have  "been  referred  to  you  by  Mr. 
Charles  A.  :..iller,  filler  Photographic  Studio, 
Moberly,  Missouri,  to  ai  swer  our  oueries  con- 
cerning the  statue  of  Abraham  Lincoln  in  Moberly. 

The  Inscription  on  the  base  gives  the 
d«te  of  erection  and  by  whom  erected  but  it  does  not 
give  the  name  of  the  sculptor,  nor  size  or  cost. 

.uld  be  very  >1  eased  if  you  would  supply  us  vrith 
this  information. 

Yours  very  truly, 


LINCOLN  NATIONAL  LIFE  FOUNDATION 
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MARBLE    PRODUCTS 

CARRARA,  ITALY 
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HAWHITACREINC 

66-67    SIXTY-NINTH     STREET-MIDDLE    VILLAGE 

BOROUGH     OF    QUEENS 

NEW  YORK   CITY 

HAVEMEYER     8-0979 

October  29,  1927. 

Lincoln  National  Life  Foundation, 
Fort  Wayne,  Ind. 

Attention  of  Mr.  Alois  Derry 
Gentlemen: - 

We  have  your  letter  of  October  27,  relative  to  a  statue 

of  Abraham  Lincoln.  We  are  sorry  that  we  are  not  in  position  to 

give  you  the  information  that  you  request.   However,  ve  would 

suggest  that  you  write  to  Stevenson  Monument  ^;orks,  514  Reed  St., 

Moberly,  Mo.,  it  probably  would  be  convenient  for  them  to 

measure  this  statue  and  give  you  the  information  you  are  seeking. 

Very  truly  yours, 
H.A.WHIT ACRE,  INC. 


By 
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November  1,  193? 


Steven?cn  MoBOaent  Works 
514  Hnpa  Street 
i-oberly,  Missouri 


Gentlemen: 


tfe  have  "been  referred  to  you  by 


H.  A.  Wbitr,crr-,  Inc.,  66-6?  aixty-Klnth  St., 
i  iddle  Tillage,  New  York  City,  tp  ^nsrer  our 
queries  concerning  the  stptue  of  Anreham 
Lincoln  in  Soberly. 

The  inscription  on  the  "base  given 
the  date  of  erection  and  by  vho-n  erected  but 
it  doe?  not  give  the  name  of  the  sculptor, 
the  size,  the  cost,  nor  the  type  of  marble 
from  which  it  i;  made. 

We  would  be  very  pleased  if  you 
would  supply  -cr  with  this  information. 

Yours  very  truly, 


LINCOLN  RATIONAL  LIFE  FOUNDATION 
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S.  C.  STEVENSON  MONUMENT  WORKS 

Established  1895 
S.  C.  STEVENSON  PAUL  STEVENSON 


514    West    Reed    Street 
MOBERLY,    MISSOURI 


November    2 
19        37. 
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Lincoln  Rational  Life  Foundation, 
Fort  Wayne,  Indiana; 


Gentlemen; 

e  have  your  letter  of  the  1st.  asking 
for  certain  information  regarding  the  statue  of 
"braham  Lincoln  statue  in  the  local  cemetery. 

The  statue  is  erected  upon  a  granite 
shaft  which  gives  the  data  you  already  have. 

As  to  the  statue  itself  will  say  that 
it  was  imported  to  u s  by  H.A.  Whitacre,  Inc  of 
New  York.  It  is  of  Italian  white  marble  and  is  life 
size. 

We  are  not  in  a  position  to  give  you 
the  name  of  the  sculptor  and  if  Whitacre 's  do  not 
know  we  are  at  a  loss  to  give  it  to  you. 

This  is  all  the  information  we  can 
give  you  and  we  hope  it  will  suffice. 

Yours  very  truly; 

S.  C .  S-te-'^ens on  Monument  Works; 
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